1802499 


From: Cheatham, Reggie 

Importance: Normal 

Subject: FW: Private drinking weii result discussion 

Start Date/Time: Mon 8/1 7/2015 5:30:00 PM 

End Date/Time: Mon 8/1 7/2015 6:00:00 PM 


FYSA 

Reggie Cheatham, Director 
Office of Emergency Management 
202-564-8003(w) 202-689-9400(c) 

— Original Message — 

From: "Ruhl, Christopher" <Ruhl.Christopher@epa.gov> 
Sent: 8/17/2015 2:31 PM 

To: "Cheatham, Reggie" <cheatham.reggie@epa.gov> 
Subject: Private drinking well result discussion 


Please include appropriate folks on this call relating to sample results from private drinking water wells in 
the vicinity of the Animas. 


Call In# 
Code: 


Nonresponsive Conference Code 
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